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Figure 1 
This is a photograph of the shopping center at Riegelwood, NC located on NC NC 87. 




Figure 2 
The Post Office at Riegelwood is located in the same shopping center. 
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Figure 3 
This building in the shopping center at Riegelwood is a medical office. 




Figure 4 
This building in the shopping center at Riegelwood is a bank. 




Figure 5 
The building behind the bank has a balcony on it second floor. 




Figure 6 
The Riegelwood Plant Road side of the shopping center parking lot 




Figure 7 

A view of the BP gasoline station on Riegelwood Plant Road is opposite the shopping center 
parking lot. 
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Figure 8 
The gasoline station is angled towards NC 87. 




Figure 9 

This is a view of the intersection of Riegelwood Plant Road and NC 87 as seen from the 
shopping center parking lot. 




Figure 10 



This is a view of a car larked in the parking lot of a gasoline station of the shopping center side 
of Riegelwood Plant Road. 




Figure 1 1 
This is the north side of the gasoline station in the shopping center facing NC 87. 




Figure 12 

This is a view of the Piggly Wiggly grocery store and the Exxon gasoline station at shopping 
center located on the south corner of Riegelwood Plant Road and NC 87. 




Figure 13 
This is the south corner of intersection of NC 87 and Old NC US 87 at Riegelwood. 




Figure 14 

This abandoned structure is located near the south corner of intersection of NC 87 and Old NC 

US 87. 




Figure 15 
This structure on the north side of Old NC US 87 near NC 87 has the appearance of an old motel. 




Figure 16 

The railroad crossing is near the curve on Old NC US 87 where the road loops around to US 
Highway 74/76. 




Figure 17 

The track of the spur that crosses Old NC US 87 has been removed. This is a view of the north 
side of the road. 




Figure 18 
This is a view of the rail bed on the south side of the crossing on Old NC US 87. 





Figure 19 
This is another view of the south side of the railroad crossing on Old NC US 87. 




Figure 20 
The bridge crosses Livingston Creek on Old NC US 87 at Riegelwood. 
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Figure 21 
This is a view of south side of the bridge over Livingston Creek on Old NC US 87. 




Figure 22 
This is a view of Old NC US 87 heading towards Acme. 
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Figure 23 
This photograph provides a view of the old store on Cronley Road from Old NC US 87. 




Figure 24 
This is the intersection of Cronley Road and Old NC US 87. 
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Figure 25 
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Cronley was the name of a late 19 century industrial town. 




Figure 26 
This is another view of intersection of Cronley Road and Old NC US 87. 
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Figure 27 
A single child's grave surround by an iron fence is situated near Cronley Road. 




Figure 28 



Cronley Road returns to NC 87. 
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Figure 29 
This is the intersection of Cronley Road and NC 87. 
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